
* The Wttorie of 

Fatf Do fo/or it is worth the Whang to, thefe nine in Buc. 
kronrijt hat 1 told thee ef. 

Prin. So, two more already. 

Falf. Their points being broken, 

Poines. Downc fell his hofe. 

Fal. Began to gtue me groundnut 1 followed meclofe,came 
in foot & hand.& with a thought/eueb ofthe elcuen J paid. 
Trtn.O monftrousleleuen bukrommen grown out oftwo? 
Fal. But as the diuell wold haue it, three mtl-begotte knaues 
in A>»da//greeen,came at my back e and let driue at me. for it 
was io darke, Hal, that thou couldft not fee'thy hand. 

Tritt. Thefe lyes arelike the father that begets the, groffe 
as amoutain,ope palpableJA/hy thou claybraind gilts, thou 
knotty-pated foole,thou horfon obfeenegreafie tallowcatch. 

Fal. WhatJart thou mad/ art thou mad’ is not the truth the 
truth 2 

Prin . Why how could (l thou know thefe men in KenLl 
greene, when it wa,s fo darke thou couldft: not fee thy hand } • 
come tell vs your reafon,What faift thou to this ? 

Poines. Come your rcafon lacke,your reafon. 

Fat. VVhat, vpon compulfion/ Zounds, and IweteMthe 
ftrappado,or al the racks in the world, I would not tel you on 
compulfion.. Giue you a reafon on compulfion / if reafons 
were as plenty as blackberries, I would g jue no man a reafon 
vpon compulfion, I. 

Prin. He be no longer guiltie ofthis fin, This fanguineco* 
ward, this bed-preifer,this horfe-back-breaker, this huge hill 
offlefli. 

Fat , Zbloud you ftaruling,you elfskin,youdried neats tong, 
bu!s-pizzell,you ftock-fiili: O forbreath tovtterwharislilce 
theeiyou taylers yard.you iheath,you bowcafe,you vile (lan- 
ding tucke. 

Pm.Wel,breath awhile, and then toitagaine,& when thou 
haft tired thy felfein bafecoparifons,hear meipeak but thus* 
Poyn. xVlarke, /«£■%. 

Prin , We tw o,faw you foure, fet on foure& boundthenr& 
were mailers of their welth- mark e now howaplainetale»>" 
put you downc : then did we two fet on ycuioure, and with a 
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Henry the Fourth, 

worti, outfac’d you from your prize, & haue it, yea, & can (hew 
. it you herein the bottle: and Fa/p/fe,you carried your guts a- 
way as nimbly, with as quickdextenty, & roared (ormercy,and 
fill run and roare,as cuer I heard Bul-calfe. Whataflaue art than 
to hack thy (word as thou haft done, & then fay it was in fight 2 
what tricke l what deuice i what darting hole canft thou now 
find out, to hide thee from this open andapparant fiiaroe ? 

Pffin. Come lets heare lac\e, what tricke haft thou now l 

Falf. By the Lord, I knew yec as well as hee that madeyec. 
Why hearc you mymaifters, was it formee, to kilithe Heire 
apparant ? fhoul J I turne vpon the true Prince ? Why, thou 
knoweft I am as valiant as Hercules: but beware inftin<ff,the Li- 
on will not touch the true Prince, inlhnftisa great matter. I 
was a Coward on inftmft, 1 (hall thinke the better of my felfe, 
and thee,during my life; I,for a valiant Lion, abd thou for a true 
Prince; but, by the L; rd Lads, I am glad you hauethe money. 
Hottefie clap to the doores, watch to night, ''pray tomorrow: 
Gallants, Lads, Boyes, Hearts of gold , all the titles of good 
fellowlhip come to you. What, fhall we bemerry / iliall wee haue 
a Play extempore? 

Pnn. Content, and the argument fhall bee, thy running aw ay. 

Fal < Arn'o more of that Hd/,&. thou loueft me. Enter Hopjfe. 

Hof. O lefu, my Lord the Prtnce ! 

Prin. How now rnv Lady th cHopjfe, what faift thou to me / 

Hof Marry, my L. there is a Noble man of the court, at doorc 
would fpeake with you : he iayes he comes from your father. 

Prin, Giue him as much as will make him a Royall man , and 
fend him backeagaineto my mother. 

Fal. What manner of man is he? 

Hof , An old man. 

Fal. What doth grauitie out o( Iris Bed at midnight? Shall! 
giue him his anfwer / 

Prin. Pretheedoe /<*£%. 

Fal. Fayth,and ilefend him, packing. 

Prm. Now firs: birlady you fought faire, fo did you Peto, fo 
did you Bardot ; you are Lyons too, you ran away vpon inftinift, 
you will not touch the true Prince, no fie. 

'Bar. Faith, I ran when Ifaw o'thcrsrunne* 
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